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Notes: 



1 . Seek time, or access motion time, is the time 
required to position the access mechanism at the 
track (cylinder). The average seek time is for one 
third of the cylinders. If the mechanism is already 
at the correct track (cylinder), there is no access 
motion and seek time is zero. 

2. Rotational delay time, or rotational latency time, 

is the average time required for the specified record 
to rotate to the read and write head so that the 
data transfer can begin. It is one-half the disk 
rotation time. 

3. Data rate is the instantaneous speed at which bytes 
are transferred. 



Space Calculation Formula 

Space calculations are determined for physical records. 

All data on a 3380 is written in 32-byte increments. 

The number of equal length physical records per track 
can be calculated as follows. Track overhead for the 
home address, track descriptor record (R0), and skip 
defect allowance has already been accounted for. 

Equal length records per track = 1 499 



C+K + D 



1499 is the number of 32-byte increments per track 

available for user data records. 
C is the number of 32-byte increments used by 

the record overhead including gaps and the 

count area. 
K is the number of 32-byte increments used by 

the key area. 
D is the number of 32-byte increments used by 

the data area. 
KL is the key length in bytes. 
DL is the data length in bytes. 

where C=15ifKL = 
C=22if KL^O 
K= 0ifKL = 

Kt = KL+12 if KL^O 
32 



Dt = DL+12 
32 

These values are rounded up to the next integer. 
KL and DL each must have 12 added and each must 
be rounded up to a multiple of 32. 



Space Calculation Tables 



The following tables give the number of equal length 
records of given byte sizes that can be placed on a 
track and cylinder. Also given are the total number 
of bytes used on the track and cylinder for the 
particular number of records. 

One table gives the calculations for records without 
keys. The size of the record is the data length (DL). 
The other table gives the calculations for records with 
keys. The size of the record is the data length (DL) + 
the key length (KL). DL and KL are both rounded up 
to multiples of 32 - 12. 

For example, for records without keys, data lengths 
from 7,477 to 9,076 bytes allow 5 records per track 
and 75 records per cylinder. Five records of 9,076 
bytes use a total of 45,380 bytes of the capacity of a 
track. 



Equal Length Physical Records Without Keys 



Equal Length Physical Records With Keys 
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Notes ^ ,rst Edition (February 1983) 



This reference summary is based on information in the IBM 
3380 Direct Access Storage Description and User's Guide, 
Order No. GA26-1664. 

Requests for copies of this and other IBM publications 
should be made to your IBM representative or to the IBM 
branch office serving your locality. Please direct any 
comments on the contents of this publication to the address 
below. All comments and suggestions become the property 
of IBM. 



IBM Corporation, Technical Publications, Dept. G26 
555 Bailey Avenue, San Jose, CA. 95150 



